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Washington, D.C. 20505 


10 April 1973 


STATINTL 


STATINTL 


STATINTL 


Mr. William H. Morris, Director 
National Conference of Bar Examiners 
333 North Michigan Avenue 
Chicago, Illinois 60601 

Dear Mr. Morris: 

letter of 4 April 197 3 concerning 
^^^^^^ who has applied for admission to the bar of the 
District of Columbia Court of Appeals. 

While I do know 
judgment as to his legal 
hesitation in stating my high regard of his integrity and general 
fitne ss for the pr actice of law. In my professional dealings 
with in addition to the above-mentioned personal 

characteristics^ I have formed a high opinion of his general 
competence, discretion and intelligence. 



I have no basis to form a 
n the other hand, I have no 


STATINTL 


I hope the above will be of assistance to you. 


STATINTL 
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